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FEATURES 


DISPLAY 

4 Line Text, 12 Character, 
Dot Matrix LCD 

ANTI-SHOCK- AUDIO / MP3 

45/120 SECOND 

ANTI-ROLL SYSTEM 

YES 

CDRW COMPATIBLE 

YES 

ISO 9660 COMPATIBLE 

YES 

SAMPLING FREQUENCY 

32/44.1/48 kHz MPEG1 
16/22. 05/24kHz MPEG2 

MPEG RATE 

Supports 32 - 384 kbps 
VBR Compatible 

MAXIMUM ALBUM SUPPORT 

99 Folders/300 Tracks 

BASS BOOST 

YES 

MEMORY PRESETS 

10 AM/ 10 FM 

PROGRAMMABLE TRACK MEMORY 

24 TRACK 

TRACK /DISC REPEAT 

YES 

INTRO SCAN / RANDOM PLAY 

YES 

LINE OUT JACK 

1/8" Mini Stereo 

DC JACK 

4.5V DC (1.3mm) 

PROGRAM SEARCH / PAUSE 

YES 

LOW BATTERY WARNING 

YES 

BATTERY LIFE EXPECTANCY 

8 - 10 Hrs (with Alkalines) 

BATTERIES 

2 X "AA" (Not Included) 

STEREO HEADPHONES 

YES 

AC ADAPTER 

NO 

DC CAR CORD 

NO 

CAR CASSETTE ADAPTER 

NO 


DIMENSIONS (WHD 
Unit: 5.1 xl.1 x 5.4 in 
Unit in Clam : 0.8 lb 
Master Carton Qty: 10 PCS. 
M.Ctn Weight : 10.1 lb. 
M.Ctn Dim: 25.6 x 11.5 x9 
Container Led Qty: 14750 / 40' 
UPC : 8 16957 00125 6 
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